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Message Text 


UNCLASSIFIED 

PAGE 01 GUATEM 00763 050236Z 

67 

ACTION ARA-10 

INFO OCT-01 ISO-OO SSO-OO NSCE-00 INRE-00 USIE-00 AID-05 

CIAE-00 DODE-OO FDRE-00 HEW-06 INR-07 NSAE-00 PA-02 

PRS-01 DHA-02 SCA-01 SCSE-00 EB-07 10-11 AGR-10 PC-05 

/068 W 

055540 

O 050225Z FEB 76 

FM AMEMBASSY GUATEMALA 

TO SECSTATE WASHDC NIACT IMMEDIATE 9920 

UNCLAS GUATEMALA 0763 

DEPT PASS AID/PHA/FDRC, JCS, DOD, USCINCSO IMMEDIATE. ALSO PASS 
AMEMBASSIES MANAGUA, TEGUCIGALPA SAN JOSE SAN SALVADOR MEXICO 
USUN NEW YORK USMISSION GENEVA 

E.O. 11652: NA 
TAGS: SWEL GT 

SUB J : DISASTER RELIEF MEDICAL EQUIPMENT REQUIREMENTS 

REF: A) AMBASSADOR MELOY/MARK PLATT TELCON 2/4/76 
B) GUATEMALA 0717 

1 . CONFIRMING TELCON URGENTLY NEED GENERATOR TO PUT 200-BED 
PHD CURRENTLY IN COUNTRY IN FUNCTIONING CONDITION. 

2. ALSO NEED SOONEST 100-BED FIELD HOSPITAL UNIT WITH SEFL- 
CONTAINED POWER AND WATER AND NECESSARY PERSONNEL AND MEDICINES. 
UNIT SHOULD BE LOADED TO CONCENTRATE ON TRAUMA, ESPECIALLY 
ORTHOPEDICS, AND SHOCK. EXPECT SUBSTANTIAL PORTION INJURED 
TREATABLE ON OUR-PATIENT BASIS. 

3. REQUEST YOU PLACE ADDITIONAL 100-BED UNIT ON CALL FOR 
PHAS -IN AS ADDITONAL REQUIREMENTS ARE ASSESSED. 

MF.I.OY 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 GUATEM 00763 050236Z 

NOTE BY OC/T: PASSED ABOVE ADDEES. 
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Message Attributes 
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Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DISASTER RELIEF, MEDICAL EQUIPMENT, EARTHQUAKES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 05 FEB 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976GUATEM00763 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760043-0268 
From: GUATEMALA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760280/aaaacsaz.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: blochdO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 7 JUN 2004 by BrownAM>; APPROVED <06 DEC 2004 by blochd0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DISASTER RELIEF MEDICAL EQUIPMENT REQUIREMENTS 
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